ySDA 


Customer ID; 2485 
Certificate: 31-B-0056 

Site; 001 

ANTLER ISLAND RANCH 

Inspection 

Type: ROUTINE INSPECTION 
Date: NOV-20-2006 


Section 2.40(a)(1)- Corrected 

No non compliant items noted this inspection. 

Notes: This inspection was conducted with the owners and Joe Kovach, ACI 


BEN OSTING 
ANTLER ISLAND RANCH 


8325 GERMAN ROAD 
DELPHOS, OH 45833 
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